A. Stage-I(Preliminary/Stage-I) Examination :- 


The Examination shall comprise of two papers. 


Subject 

Duration 

Maximum Marks 

Category-I Civil Engineering 



Paper-I (General Studies and Engineering Aptitude) 

2 hrs. 

200 

Paper-II (Civil Engineering) 

3 hrs. 

300 

Total 

500 


Subject 

Duration 

Maximum Marks 

Category-II Mechanical Engineering 



Paper-I (General Studies and Engineering Aptitude) 

2 hrs. 

200 

Paper-II (Mechanical Engineering) 

3 hrs. 

300 

Total 

500 


Subject 

Duration 

Maximum Marks 

Category-Ill Electrical Engineering 



Paper-I (General Studies and Engineering Aptitude) 

2 hrs. 

200 

Paper-II (Electrical Engineering) 

3 hrs. 

300 



Total 

Subject 

Duration 

500 

Maximum Marks 




Category-IV Electronics and Telecommunication Engineering 



Paper-I (General Studies and Engineering Aptitude) 

2 hrs. 

200 

Paper-II (Electronics and Telecommunication Engineering) 

3 hrs. 

300 

Total 

500 


(iii) Details of the syllabi are indicated in Section III. 

B. Stage-II(Main/Stage-II) Examination:- 

The Examination shall comprise of two papers. 


Subject 


Duration 


Maximum Marks 
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Category-I Civil Engineering 



Paper-I ( Civil Engineering) 

3 hrs. 

300 

Paper-II (Civil Engineering) 

3 hrs. 

300 

Total 

600 


Subject 

Duration 

Maximum Marks 

Category-II Mechanical Engineering 



Paper-I ( Mechanical Engineering ) 

3 hrs. 

300 

Paper-II (Mechanical Engineering) 

3 hrs. 

300 

Total 

600 


Subject 

Duration 

Maximum Marks 

Category-Ill Electrical Engineering 



Paper-I ( Electrical Engineering ) 

3 hrs. 

300 

Paper-II (Electrical Engineering) 

3 hrs. 

300 

Total 

600 


Subject 

Duration 

Maximum Marks 

Category-IV Electronics and Telecommunication Engineering 



Paper-I ( Electronics and Telecommunication Engineering ') 

3 hrs. 

300 

Paper-II (Electronics and Telecommunication Engineering) 

3 hrs. 

300 

Total 

600 


(C) Stage-III(Personality Test) - 200 Marks. 

Note: Candidates must write the papers in their own hand. In no circumstances will they be allowed the help of a scribe to write the 

answers for them. However, blind candidates and candidates with Locomotor Disability and Cerebral Palsy where dominant (writing) 
extremity is affected to the extent of slowing the performance of function (minimum of 40% impairment) will be allowed to write 
Engineering Services Examination with the help of a scribe. 

Compensatory time of twenty minutes per hour shall be permitted for the blind candidates and candidates with Locomotor 
Disability and Cerebral Palsy where dominant (writing) extremity is affected to the extent of slowing the performance of function 
(minimum of 40% impairment) will also be allowed in the Engineering Services Examination. 
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